
ADJUSTABLE SLIDING 


12x12" PLYWOOD CUPOLA 


CHICKEN HOUSE-BANTAMS 
PIGEON HOUSE 

2x4 ROOF RAFTER ANGLE IRON I2'kl2" PLYWOOD CUPOLA 




I 'A" 

oCREEN 


ADJUSTABLE SLIDING 



NOTE: 

BASED ON-. UNIV. OF WISCONSIN 
PLANS NO. WP 5702, 5703, 5704 
AND 5705. 

CONSULT LOCAL HEALTH AND 
BUILDING CODE AUTHORITIES 
BEFORE STARTING CONSTRUCTION. 


LAYING HOUSE 


P.T. = PRESSURE TREATED 


NOTE: 

CAPACITY 15-20 HENS 
4-NESTS 

ROOST a STORAGE 


COOPERATIVE EXTENSION WORK IN 

agriculture: AND home ECONOMICS 


POULTRY a PIGEON HOUSES 

BROODERS-LAYERS-BANTAMS 





















































